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EU REACH SVHCs 


We, of Shure Incorporated hereby send you information related to Regulation (EC) No 
1907/2006 of the European Parliament and of the Council of 18 December 2006 concerning the 
Registration, Evaluation, Authorisation and Restriction of Chemicals (REACH). 


In accordance with Article 33 of the REACH regulation, Shure Incorporated obtains data from 
ongoing due diligence concerning goods and materials provided by third party suppliers. Shure 
Incorporated provides such information “AS IS”, without any express or implied warranty of any kind. 
Shure Incorporated reserves the right to update and modify this communication, as it believes 
necessary or appropriate. 


Please do not hesitate to contact us globalcomplianceteam@shure.com for further 


information or to receive SVHC information for a specific Shure product(s). 


Signed: G Date: 31 January 2022 


Name and Title: Chad Ayers, Director, Global Compliance 


